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result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
91-F-0001 


CUSTOMER NO. 
1207 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


( 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

nnr .,-r-x NATIONAL MARINE MAMMALS LABS. 

(TYPE OR PRINT) 7600 SAND PT WAY, NOAA BLDG. 32 

SEATTLE, WA 98115 

(206) 526-4048 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS FORM 7023A ) 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS ' 

1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. , 


“ CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

~ * Executive Officer or Legally Responsible Institutional official) 

fy that the above is true, correct, and complete (7 U.S.C. Section 21 43) 

S AL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 



!3 (Oct 88), which is obsolete 
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UNITED STATES DEPARTMENT OF COMMERCE 
National Oceanic and Atmospheric Administration 

NATIONAL MARINE FISHERIES SERVICE 

ALASKA FISHERIES SCIENCE CENTER 
NATIONAL MARINE MAMMAL LABORATORY 
7600 Sand Point Way NE, Bin Cl 5700 
Seattle, Washington 981 1 5-0070 


24 September 2004 


Robert M. Gibbens 

U.S. Department of Agriculture 

Animal and Plant Health Inspection Service 

Animal Care, Western Region 

2150 Centre Avenue 

Building B, 3W11 

Ft. Collins, CO 80526 


Dear Dr. Gibbens: 

The National Marine Mammal Laboratory (NMML) recently received a reminder to complete 
our annual report for our research facility (APHIS Form 7023). Per our letter of 27 July 2004, it 
recently became clear that it is not appropriate to report to APHIS on the wildlife studies 
conducted by NMML. Our studies fall under the APHIS definition of studies “to monitor the 
population status” that are necessary for wildlife management and do not fit the APHIS 
definition of “research”. Thus, we have nothing to report in 2004. Should NMML initiate 
studies that fall under the APHIS definition of “research,” they will be reported as required. 

For your information, all marine mammal studies at NMML are conducted under the authority of 
federal marine mammal permits, which are subject to substantial public review for the types of 
studies conducted and the numbers of animals of each species involved. Studies earned out by 
NMML are permitted under the Marine Mammal Protection Act and the Endangered Species 
Act, if applicable. Permit requests are published in the Federal Register and are made available 
for public review and comment. Analyses under the National Environmental Policy Act and 
section 7 consultations under the Endangered Species Act are conducted, if necessary, prior to 
issuance of a marine mammal study permit. Furthermore, there are both annual and 5 -year 
reporting requirements for each marine mammal permit. These documents can be obtained by 
contacting Steve Leathery, Chief, Office of Protected Resources - Permits Division, 301/713- 
2332. 

Should you require additional information, please contact me at your convenience. 
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This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 
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additionalinformation 
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0180-DOA-AN 
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icy ReporTControl No ' • * 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 91-F-002 

Customer Number: 1212 

FORM APPROVED 

OMB NO. 0579-0036 

' 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 1 

include Zip Code) 1 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

Dept. Of Clinical Investigations 
Madigan Army Medical Center 
Box 454 

Tacoma, WA 98431 
Telephone: (2531-968-1 1 60 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FAC1LITYIOCATIONS (Sites) 


Building 9040 (NMAMC) 


Department of Clinical Investigation 


OMAM 


£ 


Buildings 9781, 9782, 9786, and 9793 


^^^^^^^^^’j^WL^^BE^B^^^^^D^^^ONTRO^O^RESEAI^^^Ac!u^^Attac^»dd!tl^a^heet^niecessanJorLB^A^Hl^^OR^^023/^ 


A. 

Animals Covered 

By The Anima 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
; purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress. 01 
use of pain- 
relieving drugs. 

D. Number ofanimals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E, Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
tne procedures producing pain or distress In tnose 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C -t- 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

10 




0 

8. Rabbits 






9. Non-human Primates 






10. Sheep 






11.. Pigs 



6 


6 

12. Other Farm Animals 






Goats 

27 


178 


178 

13 Other Animals 






Ferrets 



10 


10 

i) ^ Laboratory Mice 

71 


295 


295 

• ft?! 

f&uv’* Newts 

106 


31 


31 


ASSURANCE STATEMENTS 


1) ProtessiQr, aliy acceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs prior to during 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached lo this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinariartfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other asDects of 
animal care and use. K 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


SIG 

NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

23 ^ 


This re P° rt is required by law (7 USC 2143). Failure to report according to the regulations can 
^J^^j^^^^l^^^eand^esis^an^o^^u^jecUo^enaltie^^providedfonr^Se^on^li 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for . R'eport'CqSfrol 

additional information. Jjr ^ ^ cJ' 


1. CERTIFICATE NUMBER: 

91-F-0007 

CUSTOMER NUMBER: 

1213 


FORM APPROVED 
OMB NO. 0579-0036 


Usda/Ars/Animal Disease Research Unit 
337 Bustad Hall 
Washington State University 
Pullman, WA 99164 

Telephone: (509) -335-6029 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



ASSURANCE STATEMENTS 


1} 

2) Each principal investigator has considered alternatives to painful procedures. 

- The at>endln9 Veterinarian fof this research facilit y has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care a nd use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


§|f2MATI 1DC AC O C r\ AP> IMOT 


I NAME & TITLE OF C F O DR inqtiti itii-imai ncrmiAi it 


( AUG 91 ) 


i, which is obsolete.) 


' DATE SIGNED 

7/-?3 .c>| 

HCA! o a onriA S 




















APHIS Form 7023, Certificate Number: 91-F-0007, Customer number 1213 
Facility Locations (Sites) 

1. Washington State University 
Airport Road 

Pullman, Washington 99164-6630 
509-335-7335 

2. University of Idaho 
Holm Research Center 
Moscow, Idaho 8384402201 
208-885-5799 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


( /) Interagency Report Control No.: 


Telephone: (206) -543-8047 

FACILITY LOCATIONS (Sites ) - See Atached Listing 


See attached form for [n 

cc \ /?_; UvT/TTZ:, 

'■ ™«'*"«** 91-R-0I&P * -\ 0 y FORM APPROVED 

CUSTOMER NUMBER: 1Q16 I * OMB NO. 0579-0036 


University Of Washington 
Box 357190 
Seattle, WA 98195 


Report or an,m^ used bv or under c ONT r ol of res FAC|Lnv f 

B. Number of animal I C. Number T 


Animals Covered 
By The Animal 
Welfare Regulations 


i. . Dogs 


5. Cats 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


sheets If necessary or use APHIS Form 7023 A ) 

E ‘ animals u P° n which teaching, experiments, 

research, surgery or tests were conducted involving 
accompanymg pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil* 
drugs would have adversely affected the procedur^ res 
or interpretation of the teaching, research, experiments 
surgery, or tests. ( An explanation of the procedures 

su^nc Pa ’ n ^ diStreSS in these anima,s and reasc I 
such drugs were not used must be attached to this report 


F. 


total number 

OF ANIMALS 

( COLUMNS 
C+D+E) 


i. Guinea Pigs 


. Hamsters 


. Rabbits 


Non-human Primates 
■ Sheep 
Pigs 

Other Farm Animals 

Goats 

Other Animals 


313 


0 


0 


ferrets 
5er bils 


10 


132 


SURANCE STA TEMENTS 

2) Each pnndDal inv«tin=t™. a ac[ual rese 


2) Each principal investigator has considered alternatives to painful procedures. 


( Chief Executive OfScer^gaJy 


NAME & TIT! 


OF 






This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


1. REGISTRATION NO. 


°i\'R-£Cc\ 


Interagency Report Control No. 
01 80-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2- HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

University of Washington 
Box 357190 

Seattle, Washington 98195 
(206) 543-8047 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets if necessary or use this form.) 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 


Animals Covered 
By The Animal 
Welfare Regulations 


12. &/OR 13. Other 

(List by species) 


Wild Animals: 


surgery but not 
yet used lor such 
purposes. 


C Number of 
aniihals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 


pain, distress, or 
use of pain- 
relieving drugs. 


0- Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons, such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C + 
D + E) 


Bats 



ASSURANCE STATEMENTS 


1) . Professionally acceptable standards governing the care, treatment, and use of animals, including approriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) . Each principal investigator has considered alternatives to painful procedures. 

3) . This facility is adhering to the standards and regulations under the Act, and it has -required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number ol animals affected. 

4) . The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


IAN 1 0 200; 


SIGNATURE^ C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITIITIDNAI rtFFtr.lAI rivn. n. Priori 


OATF RlrtNFn 































University of Washington 

» f c «P«av. SS“ SS 

November 2004 


FACILITY LOCATIONS: 

artment < 

Training 


ATTACHMENT a 


1. 


2 . 

3. 

4. 


' ” H "“ " lV '" ,rl ”” “ d Dl ’ a,:,|,l ‘y Bloedel Hall 

outaieHU, 

E"f” P ™“ C„ te 

Health Sciences Building, Western 

Department of Biology- Hitchcock Hall 



University of Washington 
Registration # 91-R-0001 
Department of Comparative Medicine, Box 357190 

November 2004 


ATTACHMENT B 

Institutional Animal Care and Use Committee Approved Exceptions to the Standards and 
Regulations of the Animal Welfare Act: 

Cage Variances: 

1) During behavioral testing of monkeys group-housed in “run-through” cages, a divider will be used 
that keeps all but the test monkey in slightly smaller cage space than USDA regulations specify. The 
animals will be housed in the smaller cage no more than 36 hours and typically less than 12 
Species: Primates 

Number of animals used: 0 

2) Waiver of requirement for a perch in the cages of certain dams. The animals are in the late stages of 
pregnancy and are jacketed and tethered to a swivel and pump system. There is a danger of the 

tether becoming caught on or entangled with the perch. 

Species: Macaca nemestrina 
Number of animals used: 6 

3) A 'Tun-through" configuration of two group 4 cages for group 3 category monkeys. This provides 

.5 sq ft of floor space rather than the 12.9 sq ft recommended in the regulations for anim als of this 
weight. It is felt that the small difference in available floor space is more than compensated for by 
the complete access to age-matched cohorts, allowing full social interactions between the triads. 
Species: Macaca nemestrina 
Number of animals used: 12 

Multiple Major Surgery: 

I* Exceptions approved by the University of Washington IACUC and USDA 

None 

II. Exceptions approved by the University of Washington IACUC 

1) 1 . Bone marrow aspiration 

2. Implantation in the paw of a tissue engineered construct, 3 weeks following #1 

3. Bone ablation and elevation of construct, 6 weeks following #2 
Species: Rabbits 

Interval: 3-6 weeks 
Number of animals used: 0 


1 . Laparotomy to place bilateral aortoiliac PTFE vascular grafts; ligation of native aorta 

2. Creation of unilateral femoral A-V fistula through groin incision, 2 months following #1 
Species: Baboon 

Interval: 2 months 
Number of animals used: 0 

1. Laparotomy to place bilateral aortoiliac PTFE vascular grafts; ligation of native aorta 

2. Laparotomy and incision in groin to infuse adenoviral vectors, 2 months following #1 
Species: Baboon 

Interval: 2 months | 

Number of animals used: 0 

1 . Laparotomy to place bilateral aortoiliac PTFE vascular grafts; ligation of native aorta 

2. Laparotomy and incision in groin to infuse adenoviral vectors; creation of bilateral femoral 
A-V fistula through groin incision, 2 months following #1 

Species: Baboon 
Interval: 2 months 
Number of animals used: 0 

1 . Craniotomy and injection of tracers into brain 

2. Laminectomy and injection of tracers into spinal cord, a minimum of 10 days following #1 
Species: Macaca nemestrina, Macaca mulatta 

Interval: 10 days 
Number of animals used: 7 

1 . Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 
brain regions 

2. Lammectomy and implant of spinal recording chamber and stimulating electrodes a 
minimum of 7 days following #1 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days 
Number of animals used: 0 

1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 
brain regions 

2. Lammectomy and implant of spinal recording chamber and stimulating electrodes a 
mmimum of 7 days following #1 

3. Craniotomy and injection of tracers into brain or spinal canal re-opened if bone has re- 
grown and injection of tracers into spinal cord, a minimum of 2 months following #2 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 


8) L Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Spinal canal re-opened if bone has re-grown and implant of micro wires into spinal cord, a 
minimum of 2 months following #3 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

9) 1 . Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Craniotomy and injection of tracers into brain, a minimum of 2 months following #2 

4. Spinal canal re-opened if bone has re-grown and injection of tracers into spinal cord, a 
minimum of 1 0 days following #3 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

10) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions, and craniotomy and implant of brain recording chamber 
2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 
Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days 
Number of animals used: 0 

11) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions, and craniotomy and implant of brain recording chamber 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Spinal canal re-opened if bone has re-grown and injection of tracers into spinal cord, a 
minimum of 2 months following #2 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

12) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions, and craniotomy and implant of brain recording chamber 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Spinal canal re-opened if bone has re-grown and implant of microwires into spinal cord, a 
minimum of 2 months following #2 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 


13) 


14) 


15) 


16) 


17 ) 


h br“^ms nd imPlant ° f h6ad rCStraint d6ViCeS and electrodes t0 simulate or record from 
2 "~ diBE - •*-*■« *— » * 

Interval: 7-14 days 
Number of animals used: 0 

L bram '2T 1 imt,lant ° f h6ad reStaint d6ViceS 311(1 e ' ectrodes to stimulate or record from 

2 2SJ, ZmoXm*™' ~ °' d ” e d ” to “ *«“>“. ■ 

3. Craniotomy and implant of brain recording chamber, a minimum of 14 days following #2 

4. Spinal canal re-opened if bone has re-grown and injection of tracers into S crnd a 

minimum of 2 months following #3 spinal cord, a 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

'■ bnunreg'ons 3 ^ ™ Plant ° f ^ deviceS 311(1 electrodes to stimulate or record from 

' l " b " “ d “ faU "“” 8 « 

3. Craniotomy and implant of brain recording chamber, a minimum of 14 days following #2 

4. Spinal canal re-opened if bone has re-grown and implant of microwires Lto pmd cord a 

^ minimum of 2 months following #3 P d ’ a 

Species. Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

1 . Craniotomy and implant cranial chambers 

2. Implant wires in arm muscle 4 weeks following #1 

4 £“ y ° r lammectom y for tracer injections, a minimum of 4 weeks following #2 
. otomy or laminectomy for tracer injections, a minimum of 2 weeks after #3 

t0 PlaCe C6rViCal Veitebral lmpl3nt t0 record from ^urons in the spinal cord 4 

Species: Macaca nemestrina 
Interval: 2 weeks - 4 months 
Number of animals used: 1 

\ rlTj Sm f Ty ’ 4 f * myb0leS drilled 1 “ skul > to acce pt small screws for stabilization lugs 
• ^ omy o unplant chambers, a minimum of several weeks to several months following 

Species: Macaca mulatta 

Interval, several weeks to several months 

Number of animals used: 6 

OtC - ! 2004 


18) 1 . Eye coil surgery, 4-6 tiny holes drilled in skull to accept small screws for stabilization lugs 

2. Craniotomy to implant chambers, a minimum of several weeks to several months following 
#1 

3. Temporal bone surgery to plug semicircular canals, several weeks to several months 
following #2 

Species: Macaca mulatta 

Interval: several weeks to several months 

Number of animals used: 1 


19) 1. Pancreatectomy 

2. Islet transplantation 3 weeks following #1 
Species: Macaca nemestrina, Macaca fascicularis, Baboon 
Interval: 3 weeks 
Number of animals used: 0 

20) 1 . Islet transplant 

2. Islet transplant, 3 weeks following #1 

3. Islet transplant, 3 weeks following #2 

Species: Macaca nemestrina, Macaca fascicularis, Baboon 
Interval: 3 weeks 
Number of animals used: 0 

21) 1. Thoracotomy 

2. Islet transplantation, 3 weeks following #1 
Species: Macaca nemestrina, Macaca fascicularis. Baboon 
Interval: 3 weeks 
Number of animals used: 0 

22) 1 . Thoracotomy 

2. Kidney transplant, 3 weeks following #1 
Species: Macaca nemestrina, Macaca fascicularis, Baboon 
Interval: 3 weeks 
Number of animals used: 0 

23) 1 . Laparotomy for oocyte collection 

2. Laparoscopy for oocyte collection, a minimum of 3 months following #1 

3. C-section (after nonsurgical artificial insemination), a minimum of 3 months following #2 

4. C-section (after nonsurgical artificial insemination), a minimum of 3 months following #3 
Species: Macaca nemestrina, Macaca fascicularis 

Interval: 3 months 
Number of animals used: 0 


24) 1 . Laparoscopy for oocyte collection 

2. Laparoscopy for oocyte collection, a minimum of 3 months following #1 

3. C-section, a minimum of 3 months following #2 
Species: Macaca nemestrina, Macaca fascicularis 
Interval: 3 months 

Number of animals used: 0 


2004 
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25) 1 . Laparoscopy for oocyte collection 

2. Laparotomy for embryo transfer, a minimum of 3 months following #1 

3. C-section, a minimum of 3 months following #2 
Species: Macaca nemestrina, Macaca fascicularis 
Interval: 3 months 

Number of animals used: 0 

26) 1 . Partial pancreatectomy and creation of isolated intestinal pouch 

2. Laparotomy for islet transplantation, a minimum of 24 hours after #1 
Species: Dogs 
Interval: 24 hours 
Number of animals used: 1 

27) 1. Total pancreatectomy, stomach myocytes obtained, islet autografts placed in the pmentum, 

and resection of any ischemic appearing duodenum 

2. Laparotomy to examine the duodenum for signs of progressive ischemia and possible 
resection of duodenum to prevent perforation, 24 hours following #1 

3 . Laparotomy to place transduced myocytes expressing human insulin, 6 weeks to 3 months 
following #3 

Species: Dogs 

Interval: 24 hours - 3 months 
Number of animals used: 2 

28) 1 . Eye coil implantation and head holder 

2. Chamber (craniotomy) 2 months after #1 
Species: Macaca mulatta 
Interval: 2 months 
Number of animals used: 3 

29) 1 . Eye coil placement and implantation of stabilization lugs into the skull 
2. Craniotomy a minimum of 3 weeks after #1 

Species: Macaca mulatta 
Interval: 3 weeks 
Number of animals used: 2 

30) 1. Placement of TMJ implants (EMG electrodes, x-ray opaque markers) and tongue reduction 

surgery 

2. Placement of additional TMJ implants (strain gauges, transducers), 10-14 days following #1 
Species: Pigs 
Interval: 10 -14 days 
Number of animals used: 0 

31) 1. Placement of TMJ implants (EMG electrodes, x-ray opaque markers) 

2. Tongue reduction surgery, 7-10 days following #1 

3. Placement of additional TMJ implants (strain gauges, transducers), 10-14 days following #2 
Species: Pigs 

Interval: 7-14 days 
Number of animals used: 0 


32) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Implantation of a recording chamber over a craniotomy, 2-24 months following #1. 

Species: Macaca mulatta 
Interval: 2-24 months 
Number of animals used: 4 

33) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Brain lesion to divide, the left and right halves of the eye movement-related part of the 
medial cerebellum, a minimum of 3 months following #1 
Species: Macaca mulatta 
Interval: 3 months 
Number of animals used: 0 

34) 1 . Implantation of eye coils and head- stabilizing acrylic lugs 

2. Craniotomy to produce brain lesion to divide the left and right halves of the eye movement- 
related part of the medial cerebellum, a minimum of 2 months following #1 

3. Implantation of a recording chamber over a craniotomy, a minimum of 1 month following 
#2 

Species: Macaca mulatta 
Interval: 1 - 2 months 
Number of animals used: 0 

35) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Implantation of a recording chamber over a craniotomy, 2-24 months following #1 

3. Craniotomy to inject tracers into the brain, 3-24 months following #2 
Species: Macaca Mulatta 

Interval: 2-24 months 
Number of animals used: 0 

36) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Implantation of a recording chamber over a craniotomy and surgery to plug semicircular 
canals, 2-24 months following #1 
Species: Macaca Mulatta 
Interval: 2-24 months 
Number of animals used: 0 

37) 1 . Implantation of eye coil and head holder 

2. Craniotomy, 6-12 months after #1 above 

3. Possible chamber repositioning 6 months after #2 above 

4. Possible eye coil replacement 3-12 months after initial eye coil surgery 
Species: Macaca mulatta 

Interval: 3 - 12 months 
Number of animals used: 3 

38) 1. Female cats are spayed 

2. A craniotomy is performed to implant recording chambers a minimum of 2 months after #1 
Species: Cats 
Interval: 2 months 

\TnmV»pr rvF o-nimolo iicpH' 0 


39) 1 . Removal of periosteal flap 

2. Implantation of explant into reamed glenoid and humeral head replacement, 48 hours, 5 
days, or 7 days following #1 
Species: Rabbits 
Interval: 48 hours - 7 days 
Number of animals used: 0 

40) 1 . Removal of periosteal flap 

2. Implantation of periosteal explant into muscle pouch over the shoulder blade, 5 - 7 days 
following #1 
Species: Rabbits 
Interval: 5-7 days 
Number of animals used: 0 

41) 1 . Placement of maternal-fetal catheters (110 days gestation) 

2. C-section at 140, 155, and 160 - 165 days gestation 
Species: Macaca nemestrina 

Interval: 30, 45, 50 or 55 days 
Number of animals used: 0 

42) Laparotomy for intestinal and hepatic biopsy three times during pregnancy: early pregnancy, 
day 55-75, late pregnancy day 135-150 and post partum day 52-70 

Species: Macaca nemestrina 
Number of animals used: 0 

43) 1 . Placement of maternal-fetal catheters (60 - 70 days gestation) 

2. C-section (160 - 165) a minimum of 100 days following #1 
Species: Macaca nemestrina 

Interval: 100 days 
Number of animals used: 0 

44) 1 . Laparotomy to obtain hepatic and jejunal biopsy samples 

2. Laparotomy to obtain hepatic and jejunal biopsy samples, a minimum of 70 days following 
#1 

3. Laparotomy to obtain hepatic and jejunal biopsy samples, a minimum of 85 days following 
#2 

Species: Macaca nemestrina 
Interval: 70- 85 days 
Number of animals used: 0 


”~<n t/'iclu/ 

Pi/IAOLCL 


l\V 


UNIVERSITY OF WASHINGTON 


/ 0 ($ 

9 / 


Health Sciences Administration 
Office of the Executive Director 


January 6, 2005 


USD A, APHIS, Animal Care 
Western Regional Office 
2150 Centre Ave, Bldg. B 
Mail stop #3 Wll 
Fort Collins, CO 80526-8117 


It has come to our attention that our initial USD A Annual Report for the reporting period 
October 1, 2003 through September 30, 2004 failed to include sea lions that were used on a 
project during that time. A corrected Continuation Sheet for Annual Report (APHIS form 
7023A) is included. 


Also, please include 
under our registration 


(b)(6), (b)(7)c 


(b)(6), (b)(7)c 


|as an additional person authorized to conduct business 

is the Director of Budget and Administration, Health 


Sciences Administration, and is authorized to act on my behalf when I am unavailable. 


If you have questions or require additional information, please don’t hesitate to contact me. 


t 


(b)(6), (b)(7)c 


•JAN 10 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resrJt in an order to cease and desist and to be subject to penalties as provided for in Section 21 ‘ 


’ ’ „ UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached foM for 1 t ( O C 7nteragen« Report Control No • 
additional information. t o s' q if 




1. CERTIFICATE NUMBER: 91_R.()002 
CUSTOMER NUMBER: -| Q26 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

COPY FOR YOUR 

INFORMATION 


Washington State University 
Office Of The Campus Veterinarian 
PO Box 641165 
Pullman, WA 99164 

Telephone: (509) -335-6246 




3. REPORTING FACILITY ( List All locations animals vrere housed of used In actual -asaarti, las**. or axpedmanita; held f» time. purpose Atmch 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


__EPORT OF ANIMALS USED BY OR UND E R CONTRO L OF RE SEARCH FACILITY ( Attach addition al sheets If necessary or use APHIS Form 7023A I 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report I 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



Cattle 


Camelids 


13. Other An 


ighom She ep 

ASSURANCE STATEMENTS 


teaching, testing, surgery, or experimental research facility. 318, ' nClUd,n9 ap P r °P na,e use of anesletic - analgesic, and tranquilizing drugs, prior to, during, and following actual res® 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Care and Usa CommtiteeflACUcT Amnromlmm atisucf^wt-miTte attaetMdm'm' 6 Sta,lda 1 f<ls 809 T 98 "?!! 0 ™ s P edfi * d and explained by the principal Investigator and app 
brief explanation of fh, except™,, as «eti as WeSi .XTb£ NarSs a£S "" “**" “ *"*** UCUC *I»™« * surnmmy in 

4) TTie attending veterina rian for Ibis research facility has appropriate auBiortly to ensure me provision of adequate veterinary care and to oversee tile adequacy cf other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


( AUG 91 ) 


OFFICIAL 


hiM 1 8-23 (OCT 88), which is obsolete.) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


DATE SIGNED 





































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


See reverse side lor 
additional information 


1. REGISTRATION NO. 


Interagency Report Control No 
01 80-00 A-AN 


FORM APPROVED 
OMS NO. 0579-0036 


2 'in^dez£ R CoS RESEARCH FACIUTY (Name and Address, as registered with USDA, 


COPY FOR YOUR 

information 


REP ORT OF AN IMALS USED EV OR UNDER CONTROL OP RESEARCH FACILITY Wc adiS/don ,, , 


Animals Covered 
By The Animal 
Welfare Regulations 


12. &/OR 13. Other 
(List by species) 


Grizzly Bears 


Cougar 


Duiker 


Pygmy Rabbit 


Cottontail Rabbi 


Mule deer 


B. Number of 
animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number ol 
animals upon 
which teaching, 
research, 

' experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation ot 
the procedures producing pain or distress in these 
animals and the reasons, such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALs 


(Cols. C 
0 + E) 



and following actual research, teachinnesiing^urg^ analgesic, and tranquiiizing drugs, prior to, during. 

2). Each principal investigator has considered alternatives to painlul procedures. 

principal invest, gain, and approSu“*ha"i!,Sfo'!,a" S »nS Sl^Sia* M adsuch* ““ *“ *"•> enplainaa by lha 

addition ,o , dan, dying tda lACUC-approvd axcapiiona. a„ inolod.s a brie, SLSS o'! SSSJHH , “ 

rnLTc^ndu’a ‘ ' aC "" y “» P™*— «' odaqo.l. yarn, in.,, car, and ,o oynrsa, ,ha adaguacy ol otb.r aapams ol 

CE ^ IF J CATI °* BY HEad QUARTES research facility official 

(Chief Executive Officer or Legally Responsible Institutional Official) 




SIGNATURE OF CFO oo iwctiti itiaa^ OFFICIAL 


I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 




































Washington State University 
USDA Annual Report YR: 2003-2004 


Copy for your 
FORMAT, 6 n 


Column E Explanation 

“Si “sr srs c °'“" e “p 1 — ■< - « ». offiow 

"**■“«» - V. S.“S* ,h “ 


A * registration Number: 91-R-0002 

2. Number of animals used in this study: 1 

3. Species of animals used in this study: Horse 

4. Explain the procedure producing pain and/or distress: 

Protocol# 2782 

resjwnses in hmrs^ J? edDre *° mnate immune 

Recent studies in vitro su™^?Zn5 3Demia ^ (EIAV > ^tions. 
affect the replication of thevirus in vivo 

intravenous administration of hartpri=i “ “ odlfled Procedure will include the 
activate the primary host cells for El v fH >P ° - vsilclharil)c (EPS, endotoxin) to 
expression of TNF-alpto A pilot ££ *?* . maCr0pha * es > aad cause increased 
vitro data can be extended to^e *££ * Deeded “> d °™ «*at the in 

LkT 222^ Exogenous administration of 

TNF-alpha, and in this ZSS ““ ^ Creased serum levels of 
immunity and host mechaS ih f hypothes,zed interfere with innate 
with current inapparent EIAV i r * p,ication - Three °fthe horses 
LPS will be given intravenously at the rate of 0 2 tWs amended experiment 
administered slowly over a period of 5 m£ ™ ^ ^ “ SterUe ^‘“c and 
has been shown to affect a number of nhw i 2 . c " nsecutlve days. This dose of LPS 
rate, respiratory rate, body temper a ‘“ h ° rses ’ mcluding heart 

counts. However, these effects are generally miH pr °f em ’ Md leu kocyte 
administered LPS exhibit moderatf deoression J ^ ans,ent In additi °n, horses 
effects are also transient (hours) and are not life thread ^ a “ d ®°“ c ~ h «wever, these 
reactions resulting in severe distress or “ fe fl *f eaten “g. If there is any severe 
laminitis, or hypovolemic shock the evJ!” reactio,,s sncl > as seizures, 

euthanasia of the horse. After adndnis^^of iJJ ^ termi ! lated ^mediately by 
continuously for the first 2 hours for side enw£ L ,!* S ’ the P 0 ™* 8 wdl be monitored 
hours. If observed, severe side cffecls 'lll £2*2?“ h ° Ur f ° r ** next 12 
(Banamine), a nonsteroidal antimii, treated with flunixin meglumine 

needed to control fever and provide analg^fa. Ug ’ adm,1 “ stered W m g/kg, IV) as 


5. Provide scientific justification why pain and/or distress could not be relieved. 
State methods or means used to determine that pain and/or distress relief would 
interfere with test results. (For Federally mandated testing, see Item 6 below).: 

The reason that the effects of LPS are not treated (unless severe) is that 
antiinflamm atory drugs will interfere with the action of LPS on macrophages. The 
reason that transient or low grade fever of El AV is not treated is that these horses 
typically remain alert, and continue to eat and drink. However, treatment with 
antiinflamma tory drugs may compound the low platelet counts associated with 
EIAV and may in fact worsen the clinical disease by producing life-threatening 
bleeding disorders. 

6. What, if any, federal regulations require this procedure? Cite the agency, the code 
of Federal regulations (CFR), title number and the specific section number (e.g., 
APHIS, 9 CFR 113.102): 

NA 


y °ur 

INFORMATION 


"Tiis r port is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for : f ^^i^g&SjrReport Control No.: 
additional information, j j j /} U 


1. CERTIFICATE NUMBER: g-|_R_0003 
CUSTOMER NUMBER: 1 Q 1 7 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


The Hope Heart Institute 
1710 E. Jefferson 
Seattle, WA 98122 


Telephone: (206) -903-2001 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 



D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquili? 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 


I maup & Tin c nc rpn no ikictiti rriniu ai rvcci^i ai / t.. n_-_ 


DATE SIGNED 

' 'kl/oS 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 




























This report ti, required by law (7 USC 21 431 Fan.,r=, 

reutt in an order to cease and das h. and to be su££ ****** can 

Ubjed a P€nalties as provided for in Section 21 • 


a NMUAL report of research facility 

( TYPE OR PRINT ) 


M Control No.: 


£oi ff .• 

See attached form for /L2 ^ CP V 

additional info rmation. ^ecagencyTteporTConl 

I- CERTIFICATE NUMBER: 91 . R . 00()6 

CUSTOMER NUMBER: 1018 


FORM APPROVED 
OMB NO. 0579-0036 


Battelle Mem. Inst., Richland Site 
P. O. Box 999, (Msin P7-52) 
Richland, WA 99352 

Telephone: (509) -376-6115 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yt 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 

, research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 

tranauilmnn HmA, 


E ' an,m3lS Up0n whlch 'aching, experiments 

research, surgery or tests were conduaed^dving : ’ ■ 
accompanying pain or distress to the animalTand for wh 
the use of appropriate anesthetic analcesio or tr*™ t 

adversefy aff< *ted ^ procedures 
or interpretation of the teaching. research^Sl^ 

Sud* ^ teStS ' ( explanaBon °f the pmcedures 

pain ° r ^'stress in mesa animaW^easc 
•such drugs were not used must be attached to to* ^ 


total numbe 

OF ANIMALS 

( COLUMN: 
C + D + E 



l _ 

3! s Bnor to . durin9 . ^ teltowi ^ . 

1 ^ Th «e were no exceptions 

~ — 



W. J 


>kh is obsolete.) 


12/07/2004 11:41 9704947461 

— 

annual rep «RT of research facility 

(TYPE OR PRINT) 


USDA APHIS AC 


_ cart 
Seed on 2150, 


UiKnSto avIwe* inst ' * t VIRaNW MASON 

*L 


1, REGISTRATION NO. 
91-R-0007 


See reverse side for 
additional Information. 


. . i/ 

^4>/ ( 


customer No. 
1019 


- 0L t % 

Inieragfency Report Control No ° 

oiso-ooa-an 

FORM APPROVED 
OMB NO, 0579*0036 


- I um U NO, 0579*0036 


See Attached Listing 


FACILITY LOCATIONSf-ftfea; 


1 9 O I - c jf*'A- (/a- 5 ^ frrjur r fl. 


A ' Fb! Number of " " [ "' ll_i \ * a da+rnlatoeis irnowssof y or use APHIS FORM 7Q23A ) / 

i I “■ Number of I d. 


Animals Covernd 
By The Animal 
Welfare Regulations 


B, Number of 
animals being 
bred. 

conditioned, or 
held Tor use In 
teaching, testing, 
experiments, 

research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
. lestewere 
conducted 
Involving no 
pnln, distress, or 
use of pain* 
rellevlnq drugs. 


D. Number of animals upon 
which expenmen la, 
teaching, research, 
surgery, dt tests were 
conducted Involving 
accompanying pain or 
distress to tno Bnimals 
and for which appropriate 
anesthetic, analgesic, or 
trangullteing drugs were 
used. 


4. Dogs 


S. Cats 


8. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


lb. Sheep 


II.PigB 


IS. Other Farm Animate 


13, Other Animate 


e 


O 


0 


o 


0 


0 


E. Number of animals upon whieh teaching. 
Oxpertmanta, research, surgery gr tests were 
osnducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranqullbdng drugs would 
have adversely effected the procedures, r*>gtj«s cf 
Interpretellon or tha teaching, research, 
ftrpertments, surgery, or tots. (An expferMfen of 
(*°<*uc>ng peln or* distress In these 

*** mft > ^ oseo 

mua be attochetf fo this report) 


F. 


TOTAL NO. 
OF ANIMALS 

(Cals. C 4- 

D+E) 


_0 

_o 

_q 

o 

o_ 

o_ 

o 


o 


o 


assurance statements ( 


^MltW3{Oct8B) |W w 


DATE SIGNED 


- ndADQUARTERS 



12/07/2004 11:41 


9704947461 


USDA APHIS AC WRO 


_ 3ag iggaaas aesagiss**!? » y*™ - 

CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(type on pniNT) 


1 . registration no. 

91*R-0007 


S<5e reverse side for 
additional Information. 


CUSTOMER NO? 

1019 


0B/09 


interagency Report Control No 
OIBO-DOA-AN 

FORM APPROVED 
OMB NO. 0579-0036 


_ I ITLE 

. H i I c - Number of n_ ' I _ 


_ | OMB NO, 0579-0036 

‘ Rt " EAHC " »» »«-*»-« wof 

ShaS 01 ,NST ' at virginia uason 

SEATTLE, WA 98101 
(20B) 6B3-652S 


ArHrnels Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
leaching, testing, 
experiments, 
research, or 
Surgery but not 
yet used fcr such 
purposes. 


c. Number of 
animals upon 
which teaching, 
research, 
experiment, or 
teals were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests wen? 
conducted Involving 
accompanying pain or 
distress tg the animals 
and for wwch appropriate 
anosIheUc. analgesic, or 
trenguINzIng drugs were 
used. 


E. Number of animals upon which taaisL y. — ' 

BUf 9 0f y *■ tests were 

te Si’S? l ” vo,v,n fl accompanying pain or distress 
and for wWch «he use of appropriate 
anostheilo analgesic, or iranqulllzlng drug* would 
Jwve adversely affected I he procedures, results, or 
interpretation of me leeching, research ' 
awSCD^or teats. (An explanation of 
f proriMw P®* 1 w In these 
animals and the masons such drugs were not used 
must be attached to mreoortt 


TOTAL NO. 
OF ANIMALS 

(Cola. C + 

D + EJ 



» 8,ne3n ’ , * i - analale>fc - b**, 

3) This facility fe adhering to the sfcmrfarH. Mi* ™,.dwi . . . 


to memnying me lACUC-approvad exceptions. this brtef««pia(teHS|*rf aU **"* ® XC *P*'™* ** te Bite onmnl r«c 

CERTIFICATION BY HFI>hniHWTTrnr nr ? l ■ ■ ' ~ iTT-r— 


— ^ 15 trve - and complete (7 U.S.C. Section 2 < a *\ 

I NAME & rm B nr 77 ten A^>?Fw5rg-l? l . ' 


Pet B0), w 


~DATE SIGNED 

IZ/ylil 

- ncADQUARTERS 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See attached form for 
additional information. 


•v n 


rf - {eport^ontrj^No.: 


& 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 91-R-0009 

CUSTOMER NUMBER: 1020 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Eastern Washington University 
President’S Office, 214 Shw 

Cheney, WA 99004 



Telephone: (509) -359-2371 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held tor these purposes. Attach additional sheets It necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 

1 

A. 

B. Number of animal 
being bred, 
conditioned, or 

C. Number of 
animals upon 
which teaching, 

D. Number of animals upon 
which experiments, 
teaching, research. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 

F. 

TOTAL NUMBER 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

OF ANIMALS 

By The Animat 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not y« 
used for such 
purposes. 

involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prtor to, during, and following actual res© 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. - - — ' 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.0. 1 

Hiauc o titi rr r\ rz r' tz r\ r\a imctiti itioliai nccmAI / ArOWnf \ 

•DATE SIGNED 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 





























jii » icvjuhwj uy taw y USO/I4J). t-aiiure to report according to the regulations can 


bee attached torm tor ' 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 91-R-0011 

CUSTOMER NUMBER: |021 t/ 

FORM APPROVED 
„ OMB NO. 0579-0036 

A- J'C 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Hollister-Stier Laboratories Lie 

N. 3525 Regal Street 

Spokane, WA 99207 

JL? A. 


Telephone: (509) -489-5656 


RTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


RT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


imats Covered 
y The Animal 
are Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y* 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use or 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquHiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

s 
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RANGE STATE MENTS 

Professional acceptable standards govern^ the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquHizing drugs. prior to. during, and following actual rese i 
teaching, testing, surgery, or experimentation were followed by this research facility. 


Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




/\r* iliptiti rrinsi A L OFFICIAL 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

I NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



Column E Explanation 

This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 

voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 

explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 

1 . Registration Number: 91-R-OQll 

2. Number 69 of animals used in this study. 

i 

3. Species (common name) Guinea Pigs pf animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

Guinea Pigs are used for the performance of the Food and Drug Administration 
directed General Safety Test, as defined in 21 CFR part 610.11. The animals 
are given an intraperitoneal injection (part 610.11, c, 1) of • up to 5nL of 
a product that is generally regarded as safe and non-toxic. The overt health 
of the animal is monitored for a seven day period, at which time the test is 
concluded. A failed test is indicated by either death or weight loss of ths 
animal. Product interaction may be attributed to either of these results. 






5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) 

Anesthetics, analgesic or tranquilizing drugs are not administered, as they 
may interfere with the test results. The product may induce a pyrogenic 
response, potentially resulting in weight loss and/or death, which could be 
masked by these drugs . At any time during the test an animal appears to be 
ill and/or suffering, it may be humanely euthanized. 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102): 

QPR 21CFR 610.11 General Saftey 


Agency dhhs— fda, cber 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( type OR PRINT ) 


Western Washington University 
516 High Street - Ms 9038 
Bellingham, WA 98225 

Telephone: (360) -650-3220 


FAC,UTY LOCATIONS ( si ) - see Atached Listing 

| report of animal s used by or under ccwbo l of research ^ ■- 


See attached form for 
additional information. 

’• CERT,RCATC HU “ BER ' 91-R-0017 

CUSTOMER NUMBER: 1022 


Interagency Report Control tfo.: ^ 


FORM APPROVED 
OMB NO. 0579-0036 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use or 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
' for which appropriate 
anesthetic, analgesic, or 
trahquSizing drugs were 
used. 


E ‘ 8nimals U P°" teaching, experiments, 

research, surgery or tests were conducted involving i 
•aompanying pain or distress to the animals and for wh 
foe use of appropriate anesthetic, analgesic, or tranquife 
dru gs woul d have adversely affected foe procedu^Tra 
or interpretation of foe teaching, research, experiments 
surgery, or tests. ( An explanation of foe procedures 
producing pain or distress in these animals and foe reasc i 

such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 



1) Professionally iirwntaw.^.^ 

tea mg, testing, surgery, or experimentation were followed by this reseat faST* '" dUdin9 aPPf0Pfia,e ^ 8na ' 9esic - and drugs, prior to. during, and following actual rese 

) E ach principal investigator has considered alternatives to painful procedures. 

- .... — , ' 

BY headquarters research facility official “ 

( Chief Executive Officer or Legally Responsible Institutional Official V 

SlGNATI IRC nr r' c m nn 


”w i v/i \m / 

( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.? 


DATE SIGNED 

IL1/22/041 




result in an orctn'n^ by ,3W (7 USc 21 43) 

" SS^S^ and t0 bp JZ? -Port acc ordi to reg ^ 

esasnr^^., . < 

ANttl *^^S£ — 

ANNUAL REPORT OF Rpep* D 

( type or pr^ Rch facility 


f^l attached form for 

ddltl °nal informatio n 

'' CERT, «CATE NUMBER: Qi ~T ‘ 

10 ; 3 ' 0018 

Pierce College 
Lakewood, WA 98498 




Form approved 

OMB NO. 0579-0036 


0 


^nmig no pain, 

“'stress, or use o- 
pain-relieving 
drugs. 


0 


D ' wh^ er0fanima, ^Pon 
which experiments 

teaching, research 
r^ ery ' 0r tests were 
conducted involving 

!“® mpany| og pain or 

J 2 0,heanimalsa " 

ror which appropriate 
anesthetic, analgesic or 

drugs were 


E KJ "*** I) I 

expenm ® n te r 

the^" ^" 9 P ain °r distri ,“ h ed *»«*** , 

*w ISSK'S: " ,esftaic ' EfiEVE 

Producing pa i n or of ^e proce^^' 


F. 


TOTAL number 
OF animals 

( COLUMNS 
C + D + e ) 


^"CE STATEMENT J- [ 

^^ s::: =====ns: 

1e attending veterinarian ^ WeH ** *** spec,es an ^^^e/of animals aHct^** 1 ^ ®*^KAed tothfc armuai^j^^ r ®9 u, afions be specified and e , 

= Ss= ^~-:« ;5 ~ S;; 


/nameIt^i^: 


.F O on i 


| DATE SIGNED 

AO/21/O^ 




annual report of research facility 

(TYPE OR PR, NT ) n ™ UL,T Y 


See attached form f 0 / 
additional information. / / Interagency Report Control No ■ 

— ' 1 ~7C ca 

form APPROVED 
OMB NO. 0579-0036 


1. CERTIFICATE NUMBER: C^.r.^ 
CUSTOMER NUMBER: •, Q2 4 

Central Washington University 
400 E. University Way 
Ellensburg, WA 98926 

Telephone: (509) -963-3101 


r~~ ; FAC,L,TY LOCATIONS ( Sites ) - See At 

I B ■ Number of animal I C. |i .. i , ... I * 

being bred. I D. Number nf i I 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 

being bred, 

conditioned, or 

held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


4. Dogs 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


i- Rabbits 
Non-human Primates 
)• Sheep 
. Pigs 
Other Farm Animals 

Other Animals 


■sheets if nece ssary or use APHIS Form 7Q23A t 

E- Number of animals upon which tearhino 

research, surgery or tests w*™ l ^ ex P erHT »ents. 
accompanying 

the use of appropriate ane^r ^ an,mals and for wh 
drugs would have adversely affert^^' or tran du»iz 
or interpretation of the teachina ^li^l PrOCedUres ’ res 

"* awss **•' « ™ ~ 


F. 


total number 

OF ANIMALS 

( COLUMNS 
C+D+E) 


if 


FRANCE STATEMENTS ( 

I, Professionally ^ I 

( Chief Executive Officer or Leoallv pII FACILITY OFFICIAL 1 

^ y Res P on sib!e Institutional Official ) 


date signed 

»-J3-dV 


>8), which is obsolete., 



ANNUAL report- OF 

( type oS?* ch facility 


See attached form for 
add »t.onalinf^-.. 

cer TIFICatenumber — 

Customer number: 102s " 0 ° 25 

1 WO Fai^ew Ave a w C l ReSearch Center 
p O. Box ,9024 North ' ^Be- 114 
Seattle, WA 98109 




FORM APPROVED 
° MB NO- 0579-0036 



4. Dogs 
5- Cats 
Guinea Pj gs 
Hamsters 
Rabbits 

Sheep 
3 igs 


her Animals 


Number of 
animals upon 

“W* teaching 

research, 
experiments, or 

tests were 

conducted 
involving no pain, 

Stress, or use o- 
pain-relfeving 
drugs. 


S""»«».« S UEon 
ex Periments, 
teaching, research 

ton*!' ° r,ests were 
conducted involving 

^ompanying p a j n 9 0 r 


aphis Fnn , 702 ^7" 

feasra,,!^™^ "'** "uawng, expend. K 

drugs would ^ pnate Aesthetic analog" 318 and for w h 

or interpretation of S^h T ° TAL NU MBEl 

surgery, or tests, f An ‘ ch,n 9. researching ’ res I 0F an JMALS 

~o 


( COLUMNS 
C + D + £ 



■ obsolete.; 






This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 £ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1 L 7 " ' ns C-/1 
Interagency Report Control No.: 


1. CERTIFICATE NUMBER: 91-R-0030 

CUSTOMER NUMBER: -| 028 

FORM APPROVED 

OMB NO. 0579-0036 

VMRD, Inc. 


P. 0. Box 502 


Pullman, WA 99163 


Telephone: (509) -334-5815 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

B. Number of animal 
being bred, 

C. Number of 
animals upon 

D. Number of animals upon 
which experiments, 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 

F. 


conditioned, or 

which teaching. 

teaching, research, 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 

Animals Covered 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

OF ANIMALS 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 
used for such 
purposes. 

involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

C+D+E ) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Horses 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. , 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


1 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvae or Print ) 


DATE SIGNED 

10/4/CM 


AbHIS FORM 7023 
( AUG 91 ) 


(Replaces vs FORM 18-23 (OCT 88), which is obsolete.) 
































his report is required by law (7 USC 2143). Failure to report according to the regulations can 
asult in an order to cease and desist and to ^besubject to penalties as providedfo r in SeUswr, 21> 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER: 91-R-0033 
CUSTOMER NUMBER: 1031 


i ~1nfera , gen5y k^lrf^ontrlf ^ 

n-i.K-e ' 1 

FORM APPROVED 
OMB NO. 0579-0036 


Zymogenetics, Inc. 

1201 & 1208 Eastlake Avenue East 
Seattle, WA 98102 

Telephone: (206) -442-6775 


.. REPORTING FACILITY ( List all locations where animals were housed or used i 

FACILITY LOCATIONS ( Sites ) - See Atached Usting 

pfport OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets It necessary or use APHIS Form 7023A1^ 


Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquitiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used roust be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

X. Dogs 



- 


— A 

5. Cats 






3. Guinea Pigs 






7. Hamsters 



— 9 



8. Rabbits 



301 ' 


$&) u-ir 

9. Non-human Primates 






10. Sheep 
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11. Pigs 






12. Other Farm Animals 
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13. Ollier Animals 
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1 


3 ^ 90 ^ 9 ^.,^ 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected . 
4, 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICI AL 
“ ( Chief Executive Officer or Legally Responsible Institutional Offidal ) 


I DATE SIGNED 

'tfo/ot- 


rhich is obsolete.) 










This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


c -*'\ 

See attached form for / < Interagency Report Control No.: 

additional information. I 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 91-R-0036 
CUSTOMER NUMBER: 1 Q32 


FORM APPROVED 
OMB NO. 0579-0036 


Seattle Biomedical Res. Inst. 

307 Westlake Avenue North, Suite 500 
Seattle, WA 98109 

Telephone: (206) --284=8M6- u i o* lc<-l 


J. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See jAtached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for -which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repon 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

k Dogs 






i. Cats 






i. Guinea Pigs 






'. Hamsters 






i. Rabbits 






i. Non-human Primates 






3. Sheep 






1. Pigs 






2. Other Farm Animals 












3. Other Animals 












ere were no U 

SDA regulate 

1 species us 

sd at SBRI during 

this reporting period. 









ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAMF X, TITI F nr r F n OR IM9TITI ITIDNAI nFFiriAl t Tuna nr Print > 


DATE SIGNED 

d jujW 


r 88), which is obsolete.) 



his report is required by law (7 USC 2143). Failure to report according to the regulations can 
;sull in an order to cease and desist a nd to be subject to penalties as providedjorjn^ec tion^^ 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER: 91-R-0037 
CUSTOMER NUMBER: 1033 


Interagency ^Rep^ft Control Nc.: ^ 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Icos Corporation 
22021 - 20th Avenue Se 
Bothell, WA 98021 

Telephone: (425) -485-1900 


REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary , 


ICOS Corporation Building 1 and p^ciUTY LOCATIONS ( Sites ) - See Atached Listing 

22021 20th Av . SE Building 4 South ' 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes- 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ff 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



ASSURANCE STATEMENTS , 

1 ) Profession” acceptable 'stlnda^'s governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
-esult in an order to cease and desist and to be subject to penalties as provided for in Section 21 t 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PU\NT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 91-R-0038 
CUSTOMER NUMBER: -| Q34 


I 


(b)(6), (b)(7)c 


R & R Rabbitry 
20004 Happy Valley Rd. 
Stanwood, WA 98292 

Telephone: (360) -652-7157 


Interagency Report Control No.: 

//- 


FORM APPROVED 
OMB NO. 0579-0036 


. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


• | r) /I FACILITY LOCATIONS ( Sites ) - See Atached Listing _ _ . . . q A O 


Lcxb Room 'i- 


Surqe/ Suite 1,3 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY l Attach additional sheets if necessarv or use APHIS Form 7023A ) 



B. Number of animal 
being bred, 
conditioned, or 

C. Number of 
animals upon 
which teaching, 

D. Number of animals upon 
which experiments, 
teaching, research. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 

F. 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

TOTAL NUMBER 
OF ANIMALS 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 
used for such 
purposes. 

involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

C+D+E) 


. Dogs 


. Cats 


. Guinea Pigs 


. Hamsters 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual reset 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in- 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


tPHIS FORM 7023 

/ Aimoi \ 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


M 


'/// € / C~' C- v/ 

Interagency Report Control No./ 


7 ^ 


1. CERTIFICATE NUMBER: 91-R-0039 

CUSTOMER NUMBER: 8220 

FORM APPROVED 

OMB NO. 0579-0036 

Walla Walla Fire Dept./City Of Walla Walla 

200 S. 12th Ave. 

Walla Walla, WA 99362 


Telephone: (509) -527-4429 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o~ 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




















o 200 y R'tMudaJ/ 

This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for j 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 





Interagency Report 
0180-DOA-AN 


■\ rtdo^rol/^o 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

91-R-0040 8221 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CLOUDED LEOPARD RESEARCH & CONS. PROJECT 

324 WEST GIBBS RD. 

SPOKANE, WA 99224 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 

. experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 





n 

5. Cats 

tLis 

<D cVWl/' 


% \^zprl l\Z &t\. i Wo- 

is 

6. Guinea Pigs 

o-C 

<3lIaw U 


3 v c'CxT f he 

\ 

7. Hamsters 
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iucf&J O- 

CccftviL r 

Ci<f kiu 

P 1 

8. Rabbits 

Xc 

ST 
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j 

9. Non-Human Primates 






10. Sheep 

TUi 

X (j T 

istrX'L&x t S' 


| 

11. Pigs 

0"W 

$ Uos 




1 2. Other Farm Animals . 
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L a. 


i 

13. Other Animals 














ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 

----- — - - — — OFFICIAL 

NAMF A TITI F OF C F O. OR INSTITUTIONAL OFFICIAL fTvne or Print) 

DATE SIGNED 

r/~~ 27 -C)f 


■ ■■w ■ iv«< rwrtM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 



APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


91-R-0040 

8221 

CLOUDED LEOPARD RESEARCH & CONS. PROJECT 
324 WEST GIBBS RD. 

SPOKANE, WA 99224 


CLOUDED LEOPARD RESEARCH & CONS. PROJECT 
324 WEST GIBBS RD. 

SPOKANE, WA 99224 




I 


report is required by law (7 USC 2143). Failure to report according to the regulations can 
t in an order to cease and desist and to be subject to penalties as provided for in Section21f_ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER: 91-R-0042 
CUSTOMER NUMBER: 1035 


Reproductive Assays Lab. 
502 South M St. #300 
Tacoma, WA 98405 

Telephone: (253) -475-5433 


1 

FORM APPROVED 
OMB NO. 0579-0036 


PORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ] 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


PORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals, upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



iSURANCE STATE MENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

-- 'DATE SIGNED 



#7/ef 


I 


), which is obsolete.) 















FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

B. Number of animal 
being bred, 
conditioned, or 

C. Number of 
animals upon 
which teaching, 

D. Number of animals upon 
which experiments, 
teaching, research, 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 

F. 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiiiz 

1 OT AL NUMBER 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

OF ANIMALS 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

[ 

surgery but not ye 
used for such 
purposes. 

involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reasc 
euch drugs were not used must be attached to this report 

C+D+E ) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actuol rcsGj 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


1 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 




( AUG 91 ) 


23 (OCT 88), which is obsolete.) 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0048 


CUSTOMER NO. 
1281 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, 
indude Zip Code) 

SONUS PHARMACEUTICALS, INC. 

22026 20TH AVENUE SE 
BOTHELL, WA 98021 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

" FACILITY LOCATIO NSfsif es) 


SONUS PHARMACEUTICALS, INC. 
BOTHELL, WA 98021 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures pmdudng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1 j professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior n during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annua report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) IDA 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 













lis report is required by law (7 USC 2143). Failure to report according to the regulations can 
suit in an order to cease and desist and to be subject to penalties as provided for in Section 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) ; 


See attached form for 


Interagency Report Control No.: 


1. CERTIFICATE NUMBER: 91-R-0049 

FORM APPROVED 

OMB NO. 0579-0036 

CUSTOMER NUMBER: 1 284 


Targeted Genetics Corporation 

1100 Olive Way, Suite #100 

Seattle, WA 98101 


Telephone: (206) -623-7612 



REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


’EPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHiS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o’ 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



iSSURANCE STATEMENTS ' 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

( Chief Executive Officeror Legally Responsible Institutional Official ) 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 



tPHIS FORM 7023 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 
























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 91-R-0049 

Customer Number: 1284 

Facility: TARGETED GENETICS CORPORATION 

1100 OLIVE WAY, SUITE #100 
SEATTLE, WA 98101 
(206) 623-7612 


TARGETED GENETICS CORPORATION 
1 1 00 OLIVE WAY, SUITE #1 00 
SEATTLE, WA 98101 



lis report is required by law (7 USC 2143). Failure to report according to the regulations can 
suit in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 1 ^ ^ ^ "^^t^ragen^Reporf^TlTrol No.: 


additional information. 


mf/rMXi 


1. CERTIFICATE NUMBER: 91-R-0051 

CUSTOMER NUMBER: *| 722 

FORM APPROVED 

OMB NO. 0579-0036 

Yakima Valley Community College 

P.O. Box 22520 


Yakima, WA 98907 


Telephone: (509) -574-4600 



REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


iEPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A V 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures. res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the 'procedures • 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



SSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 

teaching, testing, surgery, or experimentation were followed by this research facility. - - 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apF 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIONATI IRF OF CFfl OR INRTITI mONIAI OFFIP.IAI 


I NAMF X. TITI F OF C F n OR INSTITUTIONAL OFFICIAL t Type or Print ) 


I DATE SIGNED 


n/n) 


f ai m oi \ 


f 88), which is obsolete.) 






































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0052 


CUSTOMER NO. 
1822 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SKELETECH 

22002 26TH AVE, SE; STE 104.. 

BOTHELL, WA 98021 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATIONSfs/fes) 


SKELE TECH 
BOTHELL, WA 98021 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
' purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


t or use APHIS FORM 7023A ) 

Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D + E) 



ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annua report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DA1 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 

















lepuu k > its^untsu uy law \i uoo t\ •*$). ranure to report accoroing to tne regulations can 


aee auauieu lorm tor 
additional information. 


interagency Report control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 91-R-0052 

CUSTOMER NUMBER: 1 ft?? 

FORM APPROVED A 

OMB NO. 0579-0036 J_j\ 


Skeletech 

ANNUAL REPORT OF RESEARCH FACILITY 

22002 26th Ave, Se; Ste 104.. 

( TYPE OR PRINT ) 

Bothell, WA 98021 


Telephone: (425) -424-2663 




iPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


PORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals art 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

logs 






•ats 






iuinea Pigs 



^0 


"T-O 

lamsters 






labbits 



sre> 

i 

Jl> ( c> 

Ion-human Primates 






iheep 






‘igs 






)ther Farm Animals 












Hirer Animals 























1 


5URANCE STATEMENTS 


1 ) F*rafessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Art, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (1ACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

” CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

( Chief Executive Officer or Legally Responsible Institutional Official ) 


3NATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 1 WAMP * Tm p OF r. F O OR INSTITUTIONAL OFFICIAL (Tvoeor Print ) 


U 


ori ta d 


HIS 

(* 


which is obsolete.) 




sport is required by law (7 USC 2143). Failure to report according to the regulations can 
in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


oea auauneu lunn iur ^ i yd. I- interagency rcepon contra mo- 
additional information. //!— Lf J-jr 


1. CERTIFICATE NUMBER: 91-R-0053 
CUSTOMER NUMBER: 11124 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


SN BL U S A, Ltd 
6605 Merrill Creek Parkway 
Everett, WA 98203 

Telephone: (425) -407-0121 


PORTING FACILITY ( Usl all locations where animate were housed Of used in adusl research. WsBng, Of experimentation, of held for tnese puiposes. Attadi additional shaels if nacaseaty ) 

FACILITY LOCATIONS ( Sites ) - See Atached Usting 

3 QRT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A I _ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil iz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


ogs 



ats 



iuinea Pigs 



lamsters 



tabbits 

13 

70 

Ion-human Primates 

1535 

833 

Sheep 



’igs 



Dther Farm Animals 






Dther Animals 




0 

1599 


70 

2432 


ISURANCE STATEMENTS ■ " " l " ' 1 

1) Professionally sccpuibl. standards govern, ft. d »e. treatment. and use o, animats. includes a, donate - o< an*,**, analgesic. and »angu.zlng 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


IIGNATURE C 


I NAME * Tin F OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


DATE SIGNED 


=>HIS FORM ‘ 


-Jn is obsolete.) 


s 


NBL 

USA 


SNBL U.S.A., LTD. 
6605 Merrill Creek Parkway 
Everett, Washington 98203 
Tel: 425.407.0121 
Fax: 425.407.8601 



October 7, 2004 


Dr. Robert M. Gibbens 
Regional Director, Animal Care 
Western Region 

, Regulatory Enforcement and Animal Care 
Animal and Plant Health Inspection Service 
United States Department of Agriculture 
2150 Centre Avenue 
Building B 
Mail Stop #3W11 
Fort Collins, CO 80526 


Dear Dr. Gibbens: 

Enclosed please find the SNBL USA, Ltd. “Annual Report of Research Facility”. There have been no 
exceptions to the regulations and standards approved by the IACUC. 

If you have any questions or concerns, please do not hesitate to contact me. 


Most Sincerely, 


(b)(6), (b)(7)c 


IACUC Administrator 


Enclosures 



Phis report is required by law (7 USC 2143). Failure to report according to the regulations can 
esult in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


I ( ifflera^epcy Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 91-R-0054 
CUSTOMER NUMBER: -| 5Q97 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) , 


Triple J Farms & Kent Labs 
777 Jorgensen Place 
Bellingham, WA 98226 

Telephone: (360) -398-9512 


. REPORTING FACILITY ( List all locations where animals were housed dr used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 





B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 


being bred, 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 



conditioned, or 

which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for wh^ 

TOTAL NUMBER 
OF ANIMALS 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reasc 

C+D+E) 


used for such 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquilizing drugs were 




i 

drugs. 

used. 




. Dogs 


. Cats 


. Guinea Pigs 


. Hamsters 


. Rabbits 


. Non-human Primates 


I. Sheep 


. Pigs 


!. Other Farm Animals 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese. 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (1ACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 

research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


iNAL OFFICIAL 


I FORM 18-23 (OCT 88), which is obsolete.] 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 





























‘Form 7023 Signature 


Page 1 of 1 


re 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
(APHIS) 


The H«sons We Care 



FY2004 APHIS Form 7023 Submission Assurance Statements and Signature Submission 


UNITED STATES DEPARTMENT CF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEA RCH FACILITY 



Registration No: 


Headquarters Research Facility: 


91 -R-0055/ 10011 


CORIXA CORPORATION 
1124 COLUMBIA STREET, SUITE 200 
SEATTLE, WA 98104-2840 
T: (406) 363-621 4 


ASSURANCE STATEMENTS 


1 I Professionally acceptabiTstandards governing the care, treatment, and use of animals, including appropriate use of anesthetic analgesic, 
and tranquilizing drugs, prior to, during, and following actual research, teaching, testing, surgery, or experimentation were followed by th 

research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

31 This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations 

includes a brief explanation of the exceptions, as well as the species and number of animals affec e . 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to 

overse e the adequacy of other aspects of animal care and u se. , — 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional^ official) _ 

I certi fy that the above is true, correct, and complete (7 U.S.C. Section 2143) 

Sianature of C.E.O. or Institutional IlName & Title of C.E.O. or Institutional Official bate Signed: 

oiy.imuic 11 /03/2004 

Official / 

tr/s/oy 


Submit 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0055 


CUSTOMER NO. 
10011 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CORIXA CORPORATION 
1 1 24 COLUMBIA STREET. SUITE 200 
SEATTLE, WA 98104-2840 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) __ _ _ __ _ __ __ __ ___ __ — — __ 


FACILITY LOCATIONSfsrfesJ 


CORIXA CORPORATION 
HAMILTON, MT 59840 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
























port is required by law (7 USC 2143). Failure to report according to the regulations ran 
n an order to cease and desist and to be subject to penalties as provided for in Section 2_. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER: 91-R-0056 
CUSTOMER NUMBER: 20493 

The Institute For Systems Biology 
1441 N. 34th Street 
Seattle, WA 98103 

Telephone : 


-V a—- 4-f . 

Interagency Report Control No.y 


FORM APPROVED 
OMB NO. 0579-0036 


206 - 732-1221 


, FACILITY ( List all locations where animals were housed or used in actual research, testing, or 


experimentation, or held for these purposes. Attach additional sheets if necessary ) 
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Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
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ASS URANCE STATEMENTS ■ 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
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aspects of animal care and use. 
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. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
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FACILITY LOCATIONS (Sites) 
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0 
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1) Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approbate use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and lollowing actual research, teaching, testing, surgery, or experimentation were lollowed by this research facility. 

2) . Each principal investigator has considered alternatives to painlul procedures. 

3) . This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) . The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 

animal care and use. 
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I. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets il necessary.) 
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1660 S. Columbian Way 
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conducted 
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relieving drugs. 
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used. 
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SSURANCE STATEMENTS 



1) Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approriale use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were lollowed by Ihis research facility. 


2) . Each principal investigator has considered alternatives lo painlul procedures 

3) . This facility is adhering to the standards and regulations under the Act, and ii has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceplions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) . The attending veterinarian for this research facility has appropriate authority lo ensure the provision of adequate veterinary care and lo oversee the adequacy ol other aspects of 

animal care and use. 
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